Inspector White confirmed that he conducted inspections
at the mine on August 16 and 17, 1983, and that he issued
the citations in question and served them on respondent's
safety representative Bob Spradling (Tr. 12).

With respect to citation No. 2232152, which he issued
because of an inoperative back-up alarm on a forklift,
Mr. White confirmed that the machine was equipped with an
alarm but when he had the operator put the machine in
reverse, the alarm did not sound.  The machine was not
tagged out, and Mr. White did not observe it in actual use.
The machine was parked outside of the machine shop, and he
believed the machine was used periodically as needed to
transport machinery and equipment in and out of the shop,
and when it backed out of the shop the rear view at the
corner of the shop would be obstructed. The machine was
equipped with a canopy, with corner support posts, and
Mr. White described it as a forklift which is larger than
others which are in use at the facility (Tr. 13-14).

Mr. White did not know how long the backup alarm had
been inoperative, and he stated that when he asked for the
inspection report record to ascertain how long it had been
inoperative, Mr. Spradling couldn't produce it (Tr. 14-16).

With regard to citation 2232154, Inspector White
confirmed that he issued it after the respondent's
representative failed to produce any record concerning the
fact that the hyster forklift had been preshifted and found
to have had an inoperative backup alarm.  He confirmed that
no records have to be kept if no equipment defects are
noted, and he indicated that different people use the
equipment, but that one equipment operator told him that he
did not check the forklift (Tr. 18-19). The citation was
abated after the operator's representative noted his records
that the backup alarm was inoperative (Tr. 19).

With respect to citation 223215, concerning the hoist
power conductors, Mr. White stated that bushings on the box
where the wires entered had been pulled out, and while the
three or four small wires entering the box through the metal
housing were insulated, he believed they were subject to
possible breakdown of the insulation, thereby presenting an
electrical or short hazard (Tr.22).  The condition was
corrected by installing a housing grommet, which kept the
wires from pulling out.  The grommet also served as added
protection for the wires (Tr. 23).-
